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(c) Acids and Flavors: Citric, tartaric, or other edible organic acids and
their salts may be employed; mineral acids, other than phosphoric acid
or its salts, shall be prohibited from soft drinks. Acids and flavors shall
be stored in suitable containers, properly labeled, and protected against
contamination,
(d) Colors: Only caramel, U. S. Certified coal tar, or other vegetable
colors approved by U. S. Food and Drug Administration shall be em-
ployed.
(e) Adulteration: Soft drinks shall not be adulterated. Non-alcoholic drink
shall be deemed to be adulterated: If it contains any boric acid or borate
salicylic acid on salicylate, formaldehyde, hydrofluoric acid of fluoride,
fluoborate, fluosilicate, or other fluorine compound, dulcin, glucin, saccharin,
betanaphthol, hydronaphthol, abrastol, asaprol, compound of copper, pyro-
ligneous acid, uncertified coaltar dye, saponin derived from soap bark,
or other substance deleterious or injurious to health.
SECTION 3. PERMITS:
It shall be unlawful for any person to optrate a bottling plant in the
State of South Carolina who does not possess an unrevoked permit from
the health officer. Such a permit shall be posted in a conspicious place.
Only persons who comply with the requirements of these regulations shall
be entitled to receive and retain such a permit.
Such a permit may be temporarily suspended by the health officer upon
the violation by the holder of any of the terms of these regulations, or
revoked after an opportunity for a hearing by the health officer upon
serious or repeated violation.
SECTION 4. SANITATION REQUIREMENTS FOR BOTTLING
PLANTS:
Item 1. Floors: The floors in the syrup, and washing and bottling rooms
shall be of concrete, tile or other impervious material with a smooth
surface and maintained in-a clean and sanitary condition. They shall be
graded and sloped to properly trapped drains. The floors of storage and
accessory rooms shall be of such construction as to be easily cleaned and
shall be kept clean and in good repair at all times.
Item 2. Walls and Ceilings: The walls and ceilings in the syrup, and wash-
ing and bottling rooms shall be of hard, sound materials with smooth,
easily cleaned surfaces, frequently painted a light color to aid in distri-
bution of light, and maintained clean, and in good repair. The walls
and ceilings of storage and accessory rooms shall be maintained clean
and in good repair at all times.
Item 3. Doors and Windows: All openings to the outer air in the bottling,
washing, and syrup rooms shall be effectively screened or otherwise pro-
tected where necessary against entrance of flies, or other insects.
Item 4. Light and Ventilation: All rooms shall be adequately lighted and
ventilated.
Item 5. Toilet Facilities: Adequate and conveniently located toilet facilities
shall be provided for employees, conforming with the rules and regula-


